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Conference  Calendar 


Title  of  Meeting 

Location 

Date 

Further  Information  from: 

7th  International  Meeting  on 
Lithium  Batteries 

Boston,  MA, 
USA 

May  15-20, 
1994 

Dr  H.  Frank  Gibbard, 

Duracell  Inc., 

New  Products  and  Technlogy 
Division, 

Duracell  Worldwide  Technology 
Center, 

37  A  Street, 

Needham,  MA  02194,  USA 

Second  European  Metals 
Conference  -  EMC  ’94 

Dresden/ 

Freiburg, 

June  14-18, 
1994 

GDMD, 

Claustal-Zellerfeld, 

Germany 

Tel:  05323-3438 

Interstitial  Alloys  for  Reduced 
Energy  Consumption  and 
Pollution 

Castelvecchio 

Pascoli, 

Italy 

June  12-24, 
1994 

Femande  Grandjean, 

Institut  de  Physique, 

University  de  Liige, 

B-4000  Sart-Tilman, 

Belgium 

Tel:  32-41-563632 

Fax:  32-41-562355 

